TO THE TWO  GALLANT  BROTHERS,
LIEUT. C. H. B. ADAMS-WYLIE, I.M.S.
(DIED AT BLOEMFONTEIN, 1900), AND
SAPPER  A.  W.   HAMILTON ADAMS,
CANADIAN   ENGINEERS   (DIED   NEAR
MERVILLE,   1915)? WHO WERE HER
.'EARCIH&T CRITICS  AND HER FIRST
REVIEWERS, THEIR SISTER DEDICATES
THIS BOOK